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JiMDRASJDM FOR; Deputy Director for Support 

B0BJECT : Inspector General's Survey of the 

Office of Medical Services 


MFEREBGE ; Memo dated 7 Pet 69 to Executive Director - 

Comptroller from Deputy Director for 
6tg?port, sana subject 


Your memorandum of 7 February containing comments on 
Recommendation No. 7a of the Inspector General's Survey of the 
Office of Medical Services is quite satisfactory. 
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L. 1C. White 

Executive Director -Comptroller 
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